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just now, and the room will be quite ready for
you gentlemen in ten minutes/

He could give us no information as to what
the poor old man had died of, and although,
afterwards, we found out that it was from heart
disease, and that his death had occurred in his
carriage whilst driving from the Kootab and not
in this room; yet, as we did not learn these
details at the time, we preferred to stay in the
hotel, bad as it was.